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Slotline slotted boards 



Squared perforation 



Random perforation 



Bring on the fresh air. 



Fresh air can be hard to come by. We spend 90% of our entire lifetime in indoor areas in the Gulf 
Region. The air quality in offices, administration buildings, schools, hotels and restaurants often falls 
short of the required quality because they are not properly ventilated. Also, due to sustainability and 
energy saving concerns we have begun sealing the building shells as much as possible, which causes 
the outdoor-indoor air exchange to minimize. This low air exchange rate can lead to significant 
problems with the quality of indoor air. Furniture, paints, floor coverings, adhesives, cleaning agents 
and tobacco smoking are all sources of evaporation or gas emission, which burden not only people but 
also the environment. But now there's Cleaneo Acoustic, a technology from Knauf that can actually 
decrease these air pollutants. 
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Cleaneo Acoustic is widely used in: 

■ Public buildings such as schools, 
kindergartens, hospitals. 

■ Buildings with public access such as public 
authorities, shopping malls and offices. 

■ Restaurants, hotels and canteens. 

■ Smoking rooms. 
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Design variants: 

Perforated ceilings with Knauf Cleaneo 
technology are available in various designs. 
You have the choice of circular perforation, 
squared perforation, random perforation and 
slotline slotted boards. Your ideas can come to 
life with Knauf Cleaneo Acoustic. 
(For more information on design options please refer to 012 Knauf 
Cleaneo Acoustic Ceilings Technical Data sheet) 



Circular perforation 



Here's how Cleaneo Acoustic works: 



Fresh air as standard 

Cleaneo Acoustic permanently reduces many pollutants and 
odours in the air, is completely fragrance-free and works 24 
hours a day. On top of that, Knauf Cleaneo offers excellent 
acoustic characteristics with an extensive choice of aesthetic 
design variations. With KnauPs complete system approach 
and innovative edge designs, handling is undertaken 
effortlessly. Special treatment is not required. In addition, 
Knauf Cleaneo Acoustic can be painted with any suitable 
coating without substantially reducing its air-cleaning effect. 
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Fax reply +971 4 3349659 

I would like more information and request: 

Quantity Knauf Cleaneo Acoustic technical detail sheet 



Name 



E-mail 



Company name 



Addr. 



P.O. Box 



City/Country 



Fax 



Or, get information by telephone on +971 4 3377170 



Knauf LLC 

P.O.Box 112871 Dubai United Arab Emirates 

Tel.: +971 4 337 7170 Fax: +971 4 334 9659 

Email: info@knauf.ae 

www.knauf.ae 



